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Description 

O 

MSA 1000 Small Business HA Upgrade kit: 

■ MSA1000 Small Business SAN Software 
(software and documentation CDs) 

■ Printed documentation, including the 

HP StorageWorks Modular Smart Array 1000 
Small Business SAN Kit Installation 
Instructions, the Universal 2U Rack Template, 
and this card. 

■ Fibre Channel cables (3) 

© 

A7523A Fibre Channel Host Bus Adapters (2) 

© 

MSA 1000 Fibre Channel I/O Module 

0 

MSA 1000 Controller 

@ 

2/8q Fibre Channel Switch 

© 

Universal 2U rail kit (for the switch) 


Note: The MSA1000 Small Business SAN and Small Business 
HA Upgrade kits come with easy-to-use installation software. 

Refer to the HP StorageWorks Modular Smart Array 1000 Small 
Business SAN Kit Installation Instructions, (included in the Small 
Business HA Upgrade kit) for the recommended hardware 
installation and system configuration procedures. 


